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26 June 1974 


MEMORANDUM FOR THE RECORD 
TL 
SUBJECT: Proposed Reissuance hii STATIN 


STATINTL 
1. On 20 June 1974, the Director of Security at our 
initiation requested that MS «bes veissued as a non- 
expiring notice. 


2. On 25 June 1974, the Chief, Regulations Control Staff 


contacted me telephonically to point out that MMM had STATINTL 
eRe dated 11 September 1973. 


4. Research into the PPB files and subsequent conversation 
with the Chief, Regulations Control Staff reflected that 


. uent notice STATINTL 
was issued by Regulations Control Staff without any coordination 
at the direction of the former Associate Deputy Director for 
Management and Services. 


In addition to the question of a security violation 


aised by Chief, Regulations Control Staff, before 
proceeding on this matter further we might reconsider whether 
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Chief, Plans, Programs Branch 
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